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Date: 07-10-2022 Health Bulletin Time: 6:00 PM 


Bulletin No. 970 (since 15t" March 2020) 


1@) Positive Today: 03 WY Recovered Today: 12 

{RX _ Death Today: 00 HQ Active Cases: 49 

S*”Y Sample Positivity today: 0.42% R% _ Recovery Percentage: 96.01% 
1. Total cumulative Positive COVID-19 detected since 01.01.2022: 104164 
2. Total Number (%) of COVID-19 Patients Treated/ Cured since 01.01.2022: 100004 = (96.01%) 
3. Total Number (%) of COVID-19 patients migrated out of state since 01.01.2022: 3778 = (3.63%) 
4. Total Number (%) of COVID-19 Deaths since 01.01.2022: 333 (0.32%) 
5. Number of samples found negative for COVID-19 today: 706 
6. Total number of samples sent for COVID-19 testing today: 845 
7. Total number of cumulative samples found negative since 01.01.2022: 1534607 
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Detailed Status of Sample Tested 


Negative Positive 


Negative Positive 
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Almora 


Bageshwar 
Chamoli 


Champawat 
Dehradun 


Haridwar 


Nainital 
Pauri Garhwal 
Pithoragarh 


Rudraprayag 
Tehri Garhwal 
US Nagar 
Uttarkashi 
Total 


Almora 4904 4468 2 4 430 
Bageshwar 2161 2056 0 0 105 
Chamoli 3368 3234 1 3 130 
Champawat 1993 1964 0 2 27 
Dehradun 38909 38208 24 210 467 
Haridwar 14070 13784 9 32 245 
Nainital 13473 13375 10 33 55 
Pauri Garhwal 5595 4537 0 21 1037 
Pithoragarh 2755 2596 1 4 154 
Rudraprayag 3059 2916 1 2 140 
Tehri Garhwal 2623 2160 0 8 455 
U.S. Nagar 9331 8978 0 8 345 
Uttarkashi 1923 1728 1 6 188 
Total 104164 100004 49 333 3778 
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COVID-19 Vaccination 


7th October 2022 


* Sessions Held Today: 599 
* Number of Beneficiaries Vaccinated Today: 6180 
* Total Number of Beneficiaries Partially Vaccinated: 9110042 
* = Total Number of Beneficiaries Fully Vaccinated: 8703465 
*% = Total Number of Beneficiaries Given Precaution Dose: 2083277 
Details of Beneficiaries Vaccinated in Uttarakhand 
ae 7 Last 24 hrs 
Citizens Health Care Worker Front Line Worker coverage 
Cumulative 
ee 12-14 12-14 15-17 15-17 s A s et Precaution 1st 
cute is vrs | years tst | | years | ‘etbtse | and bose | _ Dose ee base nts eral cael aaee 
te a pees eee Coverage | Coverage | Coverage | Coverage | Coverage | Coverage ISITE ene Bose 
Dose Dose Coverage | Coverage Dose 
Almora 20964 15342 29445 24398 384955 359522 6025 6035 9961 9769 94099 31 1 
Bageshwar 10501 9063 14153 13348 186469 173429 2515 2522 2323 2403 61017 13 68 
Chamoli 15250 15189 19751 19736 275409 273052 3988 4025 6494 6641 114818 0 0 
Champawat 11016 9430 13562 13201 185649 175619 2257 2324 7594 7602 47095 2 23 
Dehradun 73723 53044 104548 84747 1585474 | 1498920 37251 36760 30677 31359 427166 274 545 
Haridwar 76502 43312 84227 55230 1524901 | 1474664 17797 17678 48487 48512 354411 372 647 
Nainital 43232 37462 53711 48169 760852 746239 14196 14018 20121 20257 204219 547 220 
Pauri 22869 17932 32765 31138 456664 440277 7927 7954 7109 7209 140134 10 283 
Pithoragarh 16607 12851 23855 21208 329132 320913 4097 4115 8325 8427 73382 5 282 
Rudraprayag 9206 7369 12653 11249 174907 161503 2466 2458 2692 2715 58440 0 1 
Tehri 23874 22417 31379 30787 402444 372141 6254 6320 4932 5059 136236 15 268 
US Nagar 63132 54662 93838 91387 1363455 | 1397414 12509 12640 34817 34114 260049 199 976 
Uttarkashi 13647 11350 18332 16989 237708 229238 3463 3490 5004 5118 112211 75 1323 
Total 400523 | 309423 | 532219 | 461587 | 7868019 | 7622931 | 120745 | 120339 | 188536 | 189185 | 2083277 | 1543 | 4637 


